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The construction work for the mas*
onry dam was started in Decem-
ber 1936 and completed in M*
ruary 1938.

(During construction of masonry dam)
Mr. F. M. Woroley, Chief   Engineer
Mr. V. Ayyadurai Iyer Superinten-
ding Engineer

Mr. Pt V. SriJRama'Iyer, Executive
Engineer

(1) Public Works Department Mad-
ras " Typed noted on the cons-
truction of the dam ".

(2) Public Worb Department Mad-
ras, Irrigation Circular Memoran-
dum No. 3076/86 O.E.P. dated
21-9-1936, regarding Thippayapa-
Lm reservoir.

4*3454